
from the world’s leading manufacturer 




24") 


in quality... accuracy ... service 


TENiMESSEE’AN 


(No. TT8-28") 



Now—a brand new value-packed, value priced line of levels designed 

and built to compete quality-for-quality and dollar-for-dollar 

with anything you’ve ever seen. Three new models in die-cast aluminum alloy. 

Plain and brass-hound wood levels. Each has the outstanding 

quality features you expect from Mayes. Man-sized hand-grips for faster, surer 

handling ... precision milled edges and sides for extreme accuracy ... 

solid-set Pyrex vials protected and sealed against moisture and 

dirt by heavy glass windows ... shock-proof white plastic inserts for 

easier reading. And best of all each is fully guaranteed and stamped to 

let you know... on the level — Mayes—means quality ! 


See other side for Mayes Complete Tall Tennessee’an line 
















































the new value line 

ALL LEVELS MEET GOVERNMENT SPECIFICATIONS 



by Mayes 

EACH LEVEL IS ABSOLUTELY GUARANTEED 


™ 1A" Die-Cast Aluminum “Utility” Level. Two pyrex 
L- i plumb vials and two pyrex level vials with positive 
moisture protection. The ideal level for the “do it yourselfer” and 
the craftsman. Finished in green and natural aluminum. Size: 
2 1 //' x 1 1/6" x 24". Weight: 2 lbs. 
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$4.50 List Each 


TTf\.')A n Die-Cast Aluminum “Carpenters” 
I I U pyrex plumb vials and two pyrex le 


Level. Four 

pyrex plumb vials and two pyrex level vials fully 
moisture sealed. America’s greatest level buy. Finished in green 
and natural aluminum. Size: 2 1 />” x 1 1/6" x 24". Weight: 2 lbs. 


$4.99 List Each 


T0_00// Die-Cast Aluminum “Carpenters’” Level. Four 
I I U LU pyrex plumb vials and two pyrex level vials com¬ 
pletely moisture sealed. Same as TT6-24" but in 28" length. Fin¬ 
ished in green and natural aluminum. Size: 2 Mj" x 1 1/6" x 28". 
Weight: 2Vj lbs. 
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$5.50 List Each 


TT7 1 0// Sugar Pine “Utility” Wood Level. One pyrex 
I I / “lO plumb vial and one pyrex level vial completely 
sealed by heavy glass lens. Amazingly low priced for real budget 
buyers. Finished in green with white putty seal. Size: 2 1 /j" x 
1 3/16" x 18". Weight: V> lb. 


$2.40 List Each 


Su & ar Pine “Utility” Wood Level. One pyrex 
I I UU c-T - plumb vial and one pyrex level vial sealed against 
moisture and dirt. Same as No. TT7-18" but in 24" length. Fin¬ 
ished in green with white putty. Size: 2 1 />" x 1 3/16" x 24". 
Weight: LVi lbs. 


$2.80 List Each 


TT11-24' 


Tall Tennessee’an “Carpenters’” Wood Level. 
Two pyrex plumb vials and two pyrex level vials 
fully moisture and dirt proofed. Real professional accuracy in a 
budget tool. Size: 2 Mi" x 1 3/16" x 24". Weight: 1 V\ lbs. 


$3.80 List Each 


] TSR_/I8" Sugar Pine Brass-bound “Mason’s” Level. Four 
• I JU'tO pyrex plumb vials and • two pyrex level vials 
sealed against moisture and dirt. Six oak dowels inserted along the 
length for extraordinary dimensional stability. Solid brass edge 
binding and end-caps built permanently into the level. Natural 
finish. Size: 2%" x 1 1/16" x 48". Weight: 4 lbs. 


TTQ^IQj/ Sugar Pine “Mason’s” Level. Four pyrex plumb 
• • iL) vials and two pyrex level vials completely moisture 
and dirt proofed. Six oak dowels give amazing dimensional sta¬ 
bility. Finished in green with white putty. Size: 2M>" x 1%" x 48". 
Weight: 3 lbs. 



$12.99 List Each 
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$9.50 List Each 
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TT12-9" 


Die-Cast Aluminum “Torpedo” Level. One pyrex 
plumb vial, one level vial, and one 45 degree vial. 
V-grooved bottom. Handy to use anywhere on any job. Natural 
aluminum finish. Size: 11/16" x 1 3/16" x 9". Weight: 5 */> oz. 



Mahogany “House” Level. One pyrex plumb vial 
v ' and one pyrex level vial. Nickeloid top plate. 
Mahogany finish. Size: l 1 /*" x %" x 9". Packed 12 to a shelf car¬ 
ton. Weight (per dozen) : 2 lbs. 



TT2-3' 


Aluminum “Line and Surface” Level. Light-weight 
aluminum with one pyrex vial. Opposing hangers 
help keep level from jogging off line. Natural aluminum finish. 
Size: Mi" x 7/16" x 3%". Packed 12 to box: Weight (per dozen) : 
3 oz. 




























































